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19 April 1965 


Dear Jim: 

Massage I I 2679 dated 23 March 1965 approves a loan of 
two of the LANYARD 66” lenses to Hycon Manufacturing Company. 
Purs uan t to our discussions in recent days regarding the removal 
of these lenses and their shipment you are requested to transfer 
these lenses as follows: 

Address paper work to: 

Transportation Officer 

Warner Robbins AFB, Georgia 

Charge to: 

Account No. XF-2399 

Send to; 

Warner Robbins AFB 

P. 0. Box 36 

Warner Robbins AFB, Georgia 

Attn; I 


of the transieh. 


has already discussed with you the security aspects 

We would appreciate a telephone call from you when 

these items have been released to Hycon Manufacturing Company. The 
representative there is I I Hycon Manufacturing Company, 

phone number 357-3915* 

Thank you very much. 



Art 
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DOCUMENT LIST FOR STORAGE 

1. 9040-64-912 - Unit No. 4 Data, Instrument Log Book 

/ 

2. 9040-64-883 - Unit No. 2 Data, Instrument Log Book 

3. 9040-64-866 - Unit No: 8 Data, Instrument Log Book 

4. 9040-64-844 - Unit No. 7 Data, Instrument Log Book » 

5. 9040-63-793 - Unit No. 6 Data, Instrument Log Book 

6 . 9040-63-703 - Unit No. 6 Data, Instrument Log Book 

7. 9040-63-614 - Unit No. 1 Data, Instrument Log Book 

8 . 9040-63-526 - Unit No. 5 Data, Instrument Log Book 

9. 9040-62-283 - 9040 QTR-3 Report on Tests of Minor Subassemblies 

10. 9040-62-275 - 9040 QTR-2 Report on Vibration of Structural Test Model 1 

f 

11. 9040-63-495 - 9040 QTR-10 Report on Vibration and Shock Test on Pan Subsystem, 

Unit No. 2 

12. 9040-64-910 - 66 " f/5 Pan Camera Performance 

13. 9040-62-278 - Instrumentation Console Project 9040, November 1962 

14. 9040-63-595 - Pan Subsystem Project 9040, January 1963 

15. 9040-63-595 - Checkout Consoles Project 9040, November 1962 

16. 9040-63-595 - Dynamic Resolution Tester, 1 November 1962 

17. A Thermal Analysis of the "L" System Investigating the Parametric Tolerance 

Effecting the Lens Temperature Final Report on TD 1052A 

18. 66 " Lens Thermal Sensitivity Tests (9040-64-875) 

19. Acceptance and Delivery BT-1943, File #1 

20. Acceptance and Delivery BT-1943, File #2 

21. Acceptance and Delivery BT-1943, File # 3 * 

22 . Technical Reports, BT-1943 > File #1 , 

23 . Specification File, BT-1943 ,• 


' PLEASE ACKNOWLEDGE RECEIPT FOR THE ABOVE LISTED' DOCUMENTS: 





